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GENERAL ADMINISTRATION (SERVICES ) 


The 12th December , 1977 


No. 9178-78-77 / 38351.-- In exercise of the powers conferred by sub -section ( 1) of section 20 of the Codo 
of Criminal Procedure , 1973, the Governor of Haryana is pleased to appoint Shri M. P. Gupta , H.C.S., Extra 
Assistant Commissioner , as an Executive Magistrate in Rohtak District from the date he takes over charge 
of such duties in the District , 


No. 9178-7S -77 / 38351-A.- In exercise of the powers conferred by sub - section (4) of section 20 of the Code 
of Criminal Procedure , 1973, Shri M. P. Gupta , H.C.S., an Executive Magistrate , is placed incharge of the sub 
division of Bahadurgarh of the Rohtak District from the date he takes over charge of duties in the District. 

No. 9178-78-77 /38351-B.- In exercise of the powers conferred by sub -section (1) (a ) of section 27 of the 
Punjab Land Revenue Act, 1887, and sub -section (1) (a) of section 105 of the Punjab Tenancy Act, 1887, the 
Governor of Haryana is pleased to confer upon Shri M. P. Gupta , H.C.S., Sub -Divisional Officer (Civil), 
Bahadurgarh , the powers of a Collector under the said acts , to hear and determinc appeals from the orders and 
decrces of Assistant Collectors of the 1st and 2nd Grades ; such powers to be exercised by the said Shri M. P. 
Gupta , H.C.S., within the limits of the Bahadurgarh Sub -Division of the Rohtak District . 

No. 9178-78-77/38351- C. - Under the provisions of clause (C ) of section 3 of the Land Acquisition Act, 
1894, the Governor of Haryana is pleased to appoint Shri M. P. Gupta , H.C.S., Sub -Divisional Officer (Civil ), 
Bahadurgarh , to perform the functions of a Collector under the said Act within the limits of the Bahadurgarh 
Sub -Division of the Rohtak District , 

No. 9178-75-77/ 38351- D.- In exercise of the powers conferred by sub -section ( 2) of section 3 of the Punjab 
Restitution of Mortgaged Lands Act , 1938 (Punjab Act IV of 1938 ), the Governor of Haryana is pleased to invest 
Shri M. P. Gupta , H.C.S., Sub - Divisional Officer ( Civil), Bahadurgarh , with the powers of a Collector for the 
purpose ofthe aforesaid Act, such powers to be exercised within the limits of Bahadurgarh Sub - Division of Rohtak 
District . 

No. 9178-75-77/38351-E. - In exercise of the powers conferred by clause (b ) of section 2 of the Punjab 
Occupancy Tenants (Vesting of Proprietary Rights ) Act , 1952, the Governor of Haryana is pleased to empower 
Shri M. P. Gunta , H.C.S., Sub - Divisional Officer (Civil), Bahadurgarh, to perform the duties of a Collector under 
the said Act within the limits of Bahadurgarh Suh -Division of Rohtak District . 

No. 9178-75-77 /38351- F .-- In exercise of the powers conferred by section 3 of the Colonization of Govern 
ment Lands Act, 1912 (Punjab Act V of 1912 ), Shri M. P. Gupta, H.C.S. , Sub - Divisional Officer (Civil), Bahadur 
garh is appointed as a Collector to perform all the functions and exercise all the powers under sections 17, 20(3), 
24, 25 , 26, 32 , 33 and 34 of the said Act within the limits of Bahadurgarh Sub -Division of Rohtak District over 
the lands to which the said Act applies in respect of al State -owned lands in the sub -division under the manage 
ment or control of the Public Works Department , Haryana , and the Rakh Hansi Bir in Hissar District . 


The 13th December , 1977 


No. 8231-75-77 / 39183.- In exercise of the powers conferred by sub - section (1) of section 20 of 
the Code of Criminal Procedure. 1973, the Governor of Haryana is pleased to appoint Shri Naresh 
Gulati , I.A.S. , Chief Executive Officer, Small Farmers D valopment Agency, Jind District , with immediate 
effect . 

GARG , 


R. D. 


Dy . Secy. 


ADMINISTRATION OF JUSTICE DEPARTMENT 


The 15th December , 1977 


No. 8279-4JJ- 77 /31681. - In exercise of the powers conferred by sub -section ( 1 ) of Section 25 of 
the Code of Criminal Procedure , 1973 ( Parliament Act 2 of 1974 ), the Governor of Haryana hereby 
appoints the Assistant Labour Commissioner ( Central) , Chandigarh , the Assistant Labour Commissioner 
(Central), Delhi, the Labour Enforcement Officer (Central), Chandigarh , and the Labour Enforcement 
Officer (Central), Dehli as Assistant Public Prosecutors for each of the districts in the State of Haryana 
for conducting prosecutions under the labour laws administered by them in relation to the industries , 
undertakings and establishments in respect of which the Central Government is the appropriate Government 


A. BANERJEE , 
Commar , and Sécy . 


